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UNCLASSIFIED 

PAGE 01 PRETOR 01604 210819Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO /016W 

068750 210824Z/13 

R 210735Z MAR 78 
FM AMEMBASSY PRETORIA 
TO SECSTATE WASHDC 775 
INFO AMEMBASSY NAIROBI 

UNCLAS PRETORIA 1604 


Message Text 


DEPT FOR SY/OPS/T; NAIROBI FOR OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: REQUEST TECHNICAL SECUIRTY EQUIPMENT 

REQUEST ONE FARGO INTERNATIONAL SIGNALING SYSTEM 
CONSISTING OF ONE 300SA AMPLIFIER, FOUR 300GC WITH 300CK 
CONNECTOR KIT, ONE 300 VSC, ONE MODEL MNC MICROPHONE, 
SIX MODEL 50 LOUG SPEAKERS WITH WBL BOXES. TONES ON 
300 VSC REQUESTED TM3, TM7 TM8, TM9. PLEASE ADVISE 
AVAILABILITY. ONE SYSTEM NEEDED FOR INSTALLATION IN 
PRETORIA. 

BOWDLER 
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